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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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NATIONAL FOREWORD 

This Indian Standard, which is identical with ISO 3610:1976 'Modular units for machine tool 
construction— Support brackets'/issued by the International Organization for Standardization (ISO), 
was adopted by the Bureau of Indian Standards on 19 November 1987 on the recommendation of 
Machine Tools, Machine Tool Elements and Woodworking Machines Sectional Committee (EDCfl) 
and approval of the Mechanical Engineering Division Council. 

The text of ISO standard has been approved as suitable for publication as IndianlStandard without 
deviations. Certain conventions are, however, not identical to those pied in Indian Standards. 
Attention is particularly drawn to the following : 

a) Wherever the words 'International Standard' appe^ar referring to this standard, they should 
be read as 'Indian Standard'. 

b) Comma (,) has been used as a decimal marker white in Indian Standartis, the current 
practice is to use a point (.) as the decimal marker. 



CROSS REFERENCE 

International Standard 

ISO 2562 : 1 973 Modular units for 
machine tool construction —Slide 
unit 



Corresponding Indian Starrdard 

IS 9722 : 1981 Dimensions for 
modular units for machine tool 
construction — Slide unit. {Tech- 
nically equivalent) 
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1 SCOPE AND F»ELD OF APPLICATION 

This International Standard specifies certain dimensions relating to the interchangeability of support brackets used in special 
purpose machines constructed from modular urn 

2 REFERENCE 

ISO 2562, Modular units for machine tool construction ~ Slide units. 

3 NOMINAL SIZE AND DESIGNATION 

The nominal size is given by the nominal width of the saddle on the related slide unit. 
The following live sizes have been adopted : 125, 160, 200. 250 and 320 mm. 
The designation is given by the nominal size 



IS 12850 : 1987 
ISO 3610 : 1976 



4 DIMENSIONS 
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TABLE - Dimensions of support brackets 



Dimensions in millimetres 



Nominal 
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Seating width of 
slide unit 
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Bareao of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification of 
goods and attending to connected rtiatters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in 
any form without the prior permission in writing of BIS. This does not preclude the free use, in 
the course of implementing the standard, of necessary details, such as symbols and sizes, type or 
grade designations. Enquiries relating to copyright be addressed to the Director ( Publications ), BIS. 

Revision of Indian Standards 

Indian Standards are reviewed periodically and revised, when necessary and amendments, if any, 
are issued from time ;o time. Users of Indian Standards should ascertain that they are in possession 
of the latest amendments or edition. Comments on this Indian Standard may be sent to BIS 
giving the following reference : 

Poc. No. EDC: II (4650) 

Amendments Issued Since Publication 

Amend No. Date of Issue Text Affected 
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